STUDENT  ACTIVITY   GUIDE   5.4.IS   (Cont'd):

13o        The  a-c plate resistance of  a tube   is

____a.       an  indication of  the resistance  to  changes   in  plate

current.
____b.        the  tube's  resistnace  to the  conduction of  d-c

plate current.
____c.       a   ratio of  a  small  change   in plate current  as

caused by a  small  change  in  grid  voltage  with

plate voltage  constant.
____d.       a  pure number and has  no reference  to any  units.

14.       Amplification  factor varies

a.      indirectly with plate voltage.

b.      directly with the  grid-to-cathode   spacing

c.      directly with  grid  voltage.

"d.     directly with the  grid-to-plate  spacing.

15.       The   indication  of   the amount of  control   the  grid  voltage
has  over plate  current  is known  as

____a.     amplification  factor.

____b.     transconductance.

____c.     a-c plate  resistance.

____d.     figure of  merit.

16.       In  figure  1,   what  is  the plate current  when  the operating
bias  is  -8 volts?

a.     1  ma

b.      3  ma

c.      6  ma

d.      4  ma

88
plate voltage.
